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LIMITED OFFICIAL USE KINGSTON 1861 
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TAGS: ASEC 

SUBJECT: SECURITY INSTALLATIONS KINGSTON 
REEERENCE: STATE 08312 

1. SECURITY INSTALLATIONS AS OUTLINED IN MOST RECENT TECH 
SURVEY HAS BEEN COMPLETED (INCLUDED CCTV, PANIC AND INTRUSION 
SYSTEMS, LOCK WORK). 

2. ITEMS UNAVAILABLE LOCALLY AND TO BE COMPLETED WHEN 
RECEIVED INCLUDE: 70-R ALARM LOCKS FOR SIX STAIRWELL 
DOORS WITH ALL CYLINDERS KEYED SAME. MORTISE-TYPE LOCKS 
W/KEY BYPASS CAPABILITY FOR SCS/CONSULATE ENTRANCE AND 3RD 
FLOOR ACCESS, DOOR AND BASEMENT CAMERA (OPERATES ON 50 HZ 
POWER). HAVE RECEIVED TWO 70-R BARS WITHOUT CYLINDERS. 

3. FURTHER, RSO REQUESTS (A) NIGHT BELL SYSTEM TO ALERT 
MARINE TO 3RD FLOOR VISITORS WHILE MAKING ROUNDS. (B) AN 
INTRA-EMBASSY BOMB/FIRE ALERTING SYSTEM (POSSIBLY "ADEMCO" 
SYSTEM) FOR ALL FLOORS. 

4. ESTIMATED WSB TEAM DEPARTURE 22 APRIL. 
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